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Description: Relay Bracket 


Work Order: 
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PartNumber: | D4519-1__ | 
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Inspection Dwg: D4519 Rev: A 
FIRST ARTICLE INSPECTION CHECKLIST 
Drawing Actual , Method of 
Dimension APIRTANEA Dimension ia aaia Inspection SATORRA 

@0.125 +0.004/-0.001 

@0.198 +0.005/-0.001 | 
1.250 +/-0.010 
1.406 +/-0.010 | 
1.110 +/-0.010 
2.00 +/-0.030 
0.45 +/-0.030 
0.30 +/-0.030 
0.60 +/-0.030 
0.32 +/-0.030 
0.555 +/-0.010 
0.278 +/-0.010 | 
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Measured by: 
Date: 


Audited by: 
Date: 


Change 


12.09.26 | New Issue 
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